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!7 New Modern Units with large comfortable rooms. Air- 
Conditioned and Radiant Glass Heat from automatic controlled 
wall heaters. Tiled combination tub and showers. Some units with 
Kitchenettes and family connecting suites to accommodate from 
four to eight people. Conveniently located on Highway 66 — and 
a few blocks from Highway 54. 
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